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PAGE 01 OECD P 17677 081940Z 
17 

ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-OO EA-06 ACDA-05 OES-03 MC-02 /041 W 

093843 

R081934Z JUL 75 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 7875 

CONFIDENTIAL OECD PARIS 17677 

EXCON 

E.O. 11652 XGDS1 

TAGS: ESTC, COCOM, RO, UK 

SUBJECT: UK POTENTIOMETERS TO POLAND - IL 1568 

REFS: A. COCOM DOC (74) 1955 
B. STATE 237696 

1. IN ANSWER TO US QUESTION IN REF B, UKDEL STATES 

THESE DEVICES WILL BE USED FOR GAIN CONTROL IN DC VOLTAGE 
POWER SUPPLIES. 

2. ACTION REQUESTED: STATEMENT OF VIEWS BY JULY 22. 

TURNER 
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